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TAGS:ASEC 

SUBJECT :PHNOM PENH CCTV SYSTEM 

REF: PHNOM PENH 16671 

HONG KONG FOR RTC, PHNOM PENH FOR RSO 

1. RTC HONG KONG SHOULD ALREADY HAVE OR SHOULD RECEIVE 
SHORTLY SUFFICIENT COMPONENTS FOR ITEMS A, D, E, F, G, H. 

I AND J OF PARA 2 REFTEL. 

2. SY/T WILL FORWARD ONE TWO-HUNDRED FOOT CONTROL CABLE TO 
PHNOM PENH WHEN AVAILABLE. 

3. ITEM B, MOTION DETECTORS. WILL NOT BE AVAILABLE UNTIL 
AFTER JANUARY 31 AT THE EARLIEST. 

4. MTC-21LLL CAMERAS WILL NOT BE AVAILABLE FOR AT LEAST 
TWO WEEKS AND PERHAPS LONGER. THESE WILL BE FORWARDED AS 
SOON AS AVAILABLE. KISSINGER 
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